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3291 December 4, 1914 

Burial. (Reg. Bd. of H„ May 6, 1914.) 

Chap. 2. Section 1. Depth of graves. — No person shall inter or cause to be 
interred the body of any dead person in a grave less than 3 feet deep from 
the surface of the ground surrounding the grave to the top of the coffin. 

Sec. 2. Hours for burial. — No person shall bury or inter, or cause to be 
interred or buried, the body of any dead person at any other time of the day 
than between sunrise and sunset, except in accordance with a permit from 
the board of health. 

No person shall open a grave or remove the body of a dead person or its 
remains from a grave or tomb, except in accordance with a permit from the 
board of health. 

Sec. 3. Wall draperies forbidden. — The use of wall draperies in any room 
or place used for a funeral or for the preparation or retention of any human 
body before or in connection with such funeral is forbidden. 

* * * * * * * 

Chap. 17. Sec. 5. The clerk of this board is hereby made its agent for the 
purpose of issuing burial permits as authorized by law and these regulations. 

Stables; Construction and Maintenance — Manure; Care and Disposal. (Reg. 
Bd. of H., May 6, 1914.) 

Chap. 3. Section 1. Petitions for stables. — Every person desiring to erect or 
occupy a stable to accommodate more than four horses in the town of Arlington 
must present a petition to the board of health, said petition to be made out in 
form prescribed by the board. A plan must be submitted with the petition, 
showing the proposed location of the stable on the lot, the front view of the 
stable, and the location of the stalls, manure pit, and ventilating shafts. 

Sec 2. Construction of new stables. — Every stable hereafter erected in this 
town shall have a manure pit constructed of brick or stone, laid in cement, with 
a concrete floor at least 3 inches thick. The stable shall be ventilated through 
every floor to the roof. Between the floors there shall be four thicknesses of 
tarred paper, the same to be saturated with hot tar. When stables hereafter 
erected are to be situated on property on the line of a public sewer, the board 
of health will decide as to the advisability of the stable being connected with 
such sewer. 

Sec. 3. Washing of carriages and horses, care of stables and yards, and. 
accumulation of manure. — The owners or occupants of livery or other stables 
within the town of Arlington shall keep their stables and stable yards clean, and 
no manure shall be allowed to accumulate or remain uncovered outside of the 
stable building. No cow manure shall be kept except in a properly drained 
stable or barn cellar. 

Sec. 4. Manner of removing manure. — No manure shall be removed or carried 
through the streets of this town except in a tight canvas-covered vehicle, with 
the covering so secured to the sides and ends of the vehicle as to prevent the 
manure in process of removal from being dropped or left in any street or way 
of the town. 

Privies and Cesspools— Construction, Care, and Disposal of Contents — Sewer 
Connections. (Reg. Bd. of H., May 6, 1914.) 

Chap. 4. Section 1. Buildings to be connected with sewer. — Every building 
hereafter erected on a public or private street, court, or passageway in this 
town, in which there is a public sewer, is hereby required by this board to be 
connected by a good and sufficient particular drain with such public sewer. 



